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Q<$ Meteorology . 


meteorological table. 

By Mr, Carey, of the Strand, 
For June 1806 , 


Pays of the 
Month, 

] Thermometer. 

Height of 
the Barom. 
Inches. 

Degrees of Dry¬ 
ness by Leslie’s 
Hygrometer. 

Weather. 

8 o’clock, 
Morning. 

Noon. 

1 1 o’clock, 
Night. 

May 27 

55° 

es? 

50° 

30-00 

42° 

Cloudy 

28 

59 

74 

58 

•03 

55 

Fair 

29 

60 

69 

54 

29’97 

39 

Cloudy 

30 

54 

63 

48 

•80 

42 

Fair 

31 

49 

56 

51 

•85 

40 

Cloudy 

June 1 

53 

61 

55 

•96 

29 

Cloudy 

2 

56 

65 

55 

30*13 

38 

Fair 

3 

57 

67 

55 

•IQ 

48 

Fair 

4 

55 

60 

56 

29-70 

0 

Rain 

5 

55 

69 

57 

•65 

33 

Cloudy 

6 

59 

65 

56 

•85 

39 

Cloudy 

7 

55 

70 

58 

30-12 

45 

Fair 

8 

61 

73 

62 

•Id 

43 

Fair 

9 

64 

76 

67 

‘IQ 

45 

Fair 

10 

72 

81 

70 

•12 

60 

Fair 

11 

70 

74 

56 

•28 j 

75 

Fair 

12 

6o 

69 

5§ 

•50 

83 

Fair 

13 

61 

75 

61 

•27 

83 

Fair 

14 

64 

77 

59 

! -17 

81 

Fair 

15 

63 

76 

61 

! -25 

66 

Fair 

16 

63 

75 

56 

•15 

75 

Fair 

17 

55 

69 

55 

•12 

66 

Fair 

18 

54 

65 

52 

•22 

70 

Fair 

19 

55 

6S 

58 

•37 

77 

Fair 

20 

58 

79 

56 

•36 

101 

Fair 

21 

54 

69 

56 

•13 

56 

Fair 

22 

59 

66 

50 

29’90 

35 

Cloudy 

23 

59 

59 

49 

30-02 

69 

Fair 

24 

50 

64 

56 

•08 

70 

Fair 

25 

60 

66 

57 

29*99 

49 

Cloudy. 

26 

56 

58 

60 

•80 

Q 

Rain 


N. B. The barometer’s height is taken at noon. 


Errata. — In -the Three last Numbers Noon is in the column of Nighty 5r| 
the Meteorological Table.—In our last volume, page 287, line 8, for diameter 
read circumference . 


